CONCORDIA 
UNIVERSITY 


Montreal February 25, 1986 


Rob Latter #52 
Concordia University 
"Stingers" 


6'8" - 230 lbs. Centre 
Town of Mount Royal 


QUAA ALLSTAR. - SELECTED FIRST 
4TH YEAR ENGLISH 


The key man in the Stingers' charge to be #1 in the nation led Concordia 
to 11-1 record and first place in the QUAA and 21-3 record overall. He 
is averaging 20.1] points per game with 273 rebounds. 
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